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Message Text 


EO 11652: N/A 
TAGS: BENC, PE 

SUB J : MAJOR PROJECT: CUSCO GENERAL HOSPITAL PROJECT 


1 . THE SOCIAL SECURITY ADMINISTRATION (SEGURO SOCIAL DEL 
PERU - SSP). GOP ENTITY UNDER LABOR MINISTRY, PLANS TO BUILD 
500-BED GENERAL HOSPITAL IN CUSCO, SOUTHERN PERU. PROJECT IS 
IN FEASIBILITY STUDY STAGE AND WILL EVENTUALLY INVOLVE SOME 
US$15.4 MILLION INVESTMENT. FIRST STAGE CONSISTS OF 300 BEDS. 

2. THE ENTITY CLAIMS THAT IT HAS THE LOCAL CURRENCY 
EQUIVALENT FOR TOTAL PROJECT COST BUT THAT DUE TO CURRENT 
UNAVAILABILITY OF FOREIGN CURRENCY IN PERU IT WILL BE NECESSARY 
TO CONTRACT ONLY WITH FIRMS CAPABLE OF PROVIDING FINANCING FOR 
FOREIGN COMPONENT. 


3. THE ENTITY IS THEREFORE VERY INTERESTED IN CONTACTING 
FIRST-CLASS, QUALIFIED US CONTRACTORS INTERESTED IN UNDERTAKING 
THIS PROJECT ON TURNKEY BASIS AND CAPABLE OF PROVIDING FINANCING. 
INTERESTED FIRMS SHOULD SEND THEIR QUALIFICATION DOCUMENTS ASAP 
IN ORDER THAT THEY BE CONSIDERED WHEN PREQUALIFICATION CONTEST 
IS INITIATED IN NEAR FUTURE. THE ENTITY EMPHASIZES THAT CONTRAC- 
TORS MUST HAVE EXPERIENCE IN HOSPITAL PROJECTS AND FINANCING 
CAPABILITY. INTERESTED FIRMS SHOULD CONTACT FOLLOWING 
ADDRESS: 

SEGURO SOCIAL DEL PERU 

CEAN-CUSCO 

UNCLASSIFIED 


UNCLASSIFIED 
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PABLO BERMUDEZ 274, OF. 805 
LIMA 11, PERU 

ATT.: JULIO PEREZ ZAPATA 
PHONE: 238681 


4. THE SOCIAL SECURITY ADMINISTRATION IS RESPONSIBLE FOR THE 
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NATIONAL LABOR HEALTH SERVICE AND THE NATIONAL LABOR RETIREMENT 
SYSTEM. IT ADMINISTERS PERUVIAN WORKERS' SOCIAL AND RETIREMENT 
FUNDS AND IS BELIEVED TO BE FINANCIALLY SOUND. IT HAS BUILT 
HOSPITALS AND OFFICE BUILDINGS THROUGHOUT PERU. ITS CUSCO 
HOSPITAL PROJECT REPRESENTS A GOOD PROSPECT FOR INTERESTED 
AMERICAN CONTRACTORS AND EQUIPMENT SUPPLIERS. IT SHOULD BE 
NOTED, HOWEVER. THAT DUE TO CURRENT ECONOMIC RECESSION AND 
SHORTAGE OF FOREIGN EXCHANGE, IT WILL BE ABSOLUTELY ESSENTIAL FOR 
INTERESTED FIRMS TO PROCURE REQUIRED FINANCING. 

SHLAUDEMAN 


UNCLASSIFIED 
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